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Message Text 


UNCLASSIFIED 

PAGE 01 JOHANN 00971 091442Z 

21 

ACTION AF-06 

INFO OCT-01 ISO-OO EB-07 /014W 

110830 

R091400Z JUL 75 

FM AMCONSUL JOHANNESBURG 

TO USDOC WASHDC 

INFO SECSTATE WASHDC 4003 

UNCLAS JOHANNESBURG 971 

E.O. 11652: N/A 
TAGS: BEXP, BTRA, SF 

SUBJECT: FOREIGN BUYER PROGRAM: NATIONAL HARDWARE SHOW 

1. WE ARE AWARE OF TWO BUSINESSMEN FROM THE JOHANNESBURG AREA 
WHO PLAN TO ATTEND THE NATIONAL HARDWARE SHOW. THE FOLLOWING 
INFORMATION IS SUBMITTED IN ACCORDANCE WITH STATE A-517. 

2. MR. A.L. SIMPSON WILL REPRESENT SALESCOPE (PTY) LTD, A 
MANUFACTURERS' REPRESENTATIVE AND INDENT AGENT PO BOX 5579, 
JOHANNESBURG. NO SPECIFIC PRODUCT INTEREST CAN BE SUPPLIED. 

3. MR. P. GISHEN WILL REPRESENT VICEYY HARDWARE, A RETAILER AND 
AGENT, PO BOX 21014, BRAAMFONTEIN, JOHANNESBURG. HE IS 

INTERESTED IN A BROAD RANGE OF GENERAL HARDWARE AND TOOLS AND WILL 
BE LOOKING FOR NEW LINES AS WELL AS AGENCIES. MR. GISHEN 
ATTENDED THE SHOW LAST YEAR. 

BUTHRIE 


UNCLASSIFIED 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 09 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975JOFIANN00971 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750237-0619 
From: JOHANNESBURG 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750773/aaaacnnr.tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 JAN 2003 by ThomasVJ>; APPROVED <16 MAR 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN BUYER PROGRAM: NATIONAL HARDWARE SHOW 
TAGS: BEXP, BTRA, SF 
To: COM 
Type: TE 
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